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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 
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( Reaffirmed 2006 ) 
Indian Standard 

SUPPLIER'S DATA SHEET FOR CRYSTALLIZER 



1. Scope — Covers the technical data to be supplied by a manufacturer or supplier of a crystallizer 
to a customer. 

2. Supplier's Data Sheet 



SUPPLIER'S DATA SHEET FOR CRYSTALLIZER 



1) Make 

2) Type: 

a) Batch/continuous , 

b) Type with respect to constructional features 

3) Capacity 

4) Power input kW 

5) Stirrer: 

a) Normal speed rev/min 

b) Type 

6) Materials of construction: 

a) Tank 

b) Stirrer 

c) Stub shaft , 

d) Stuffing box 

e) Bearing 

7) Drive details: 

a) Type of motor 

b) Make 

c) Output kW 

d) Speed . 

e) Class of insulations 

t) Gas enclosure 

g) Power supply 

h) Coupling size 

i) Type of coupling 



8) Gearbox: 



a) Type 

b) Speed ratio 

9) Lubrication: 

a) Gearbox 

b) Geared motor 

c) Main bearing 

10) Drive details for circulation of liquor. 
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SUPPLLIER'S DATA SHEET FOR CRYSTALL1ZER- Contd 



11) Chemical composition of: 



a) Liquid 

b) Solids 

c) Trace impurities, if present 



Process Data 



12) Percentage crystal initially 

13) Percentage crystal finally ... 

14) Initial temperature. 

15) Final temperature 

16) Initial viscosity 

17) Final viscosity , 

18) Specific heat of solution: 



.. C C 

. C C 

.cP 

cP 



a) Initial.. 

b) Final .. 

c) Steam 



19) Cooling/heating media ( air/water/steam ) . 

20) Quantity of cooling/heating water required 

21) Temperature of water: 



■ kg 



a) Initial 

b) Final.. 



22) Cooling/heating rate 

23) Details of cooling/heating coils with surface area , 



..kJ/h 



24) Density: 



a) Feed 

b) Mother liquor 



25) Boiling point: 

a) Feed 

b) Mother liquor 

26) Boiling point elevation 

27) Temperature of vapour 

28) Operating pressure/vacuum 

29) Whether mother liquor is recycled: 

a) If yes, type and capacity of recycling equipment . 



.°C 



..°C 

..°C 

Pa 



30) Guaranteed yield of crystals 

31) Size distribution of crystals 

32) Space required 

33) Approximate mass of assembly 

34) General arrangement drawing of crystallizer 



Remarks 



35) Other salient features 



EXPLA NATORY NOTE 

The information given by a manufacturer or a supplier according to this data sheet will enable 
a purchaser to evaluate the product before he finally decides to purchase a particular brand or type. 
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